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E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJ: IAEA PANEL ON PLUTONIUM UTILIZATION IN THERMAL POWER 
REACTORS, KARLSRUHE, FRG, NOVEMBER 25-29, 1974 

USEC BRUSSELS FOR AEC (RUBIN) 

REF: IAEA VIENNA 4792 

1. IN ADDITION HANRAHAN, ZOLOTAR, AND SHAPIRO, HISSION REQUESTED 
NOMINATE DR. SOL ROSEN, SCIENTIFIC ADVISER IN AEC BRUSSELS 
OFFICE, TO ATTEND SUBJECT PANEL AS OBSERVER AT EXPENSE OF 

AEC BRUSSELS OFFICE. 

2. ROSEN HAS BACKGROUND IN FUELS TECHNOLOGY AND HAS RECENTLY BEEN 
ENGAGED IN REVIEW OF PU RECYLE IN EUROPE. 

3. ROSEN USG EMPLOYMENT SATISFIES REQUIREMENTS OF SECTION VIII, 

E.O. 10422. 
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RM REQUEST AGENCY AIRMAIL DIRECTLY ROSEN, AEC BRUSSELS, C/O 
USEC, OFFICIAL INVITATIN A D RELATED PAPERS. KISSINGER 
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Disposition Approved on Date: 
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Review Action: RELEASED, APPROVED 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA PANEL ON PLUTONIUM UTILIZATION IN THERMAL POWER REACTORS, KARLSRUHE, FRG, NOVEMBER 25-29, 1974 
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